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E.O. 1 1652: N/A 

TAGS: OGEN, TBIO, BR 

SUBJECT: FDA REPRESENTATIVE VISITING BRAZIL'S 
PHARMACEUTICAL MANUEACTURER 

1. FDA ADVISES THAT MR. RICHARD MCDERMAID, CHIEF OF 
FOREIGN INSPECTION PROGRAM WILL BE IN BRAZIL FEB. 9 
THROUGH 15, 1975. 

2. MR. MCDERMAID WILL CONSULT WITH AND ADVISE EIRM 

E. MERCK REGARDING CURRENT GOOD MANUFACTURING PRACTICE 
REGULATIONS CONCERNING DRUGS EXPORTED TO U.S. 

3. ASSISTANCE OE EMBASSY WILL NOT BE REQUIRED. KISSINGER 
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